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GENERAL   DIRECTIONS 
Be  Prompt 

All  members  of  the  party  are  required  to  report 
promptly  at  the  appointed  time  and  place.  Instructors 
will  call  the  roll  at  each  place  visited  and  any  student 
absent  from  roll  call  will  not  be  permitted  to  join  the 
party  until  the  time  for  the  next  event  on  the  itinerary. 
Absence  from  roll  call  is  sufficient  justification  for  the 
dismissal  of  a  student  from  the  party,  and  for  reporting 
him  to  the  proper  authorities  at  the  University. 

Hotel  arrangements  for  the  party  will  be  made  in 
advance.  Upon  the  written  request  of  his  parents  or 
guardian,  a  student  may  be  permitted  to  make  other 
arrangements  for  lodging,  when  such  request  seems 
reasonable    to    the    instructor    in    charge. 

Be  Courteous 

Permission  to  visit  the  several  places  listed  in  the  itiner- 
ary is  a  courtesy  extended  to  the  University  which  involves 
some  expense  and  trouble  to  the  management  of  these  com- 
panies. Members  of  the  party  should  be  appreciative  of 
this  fact  and  they  should  conduct  themselves  properly 
as  representatives  of  the  University.  It  is  particularly 
desirable  that  everyone  refrain  from  smoking  within  the 
confines  of  the  plants  visited  and  that  all  observe  fully 
posted  regulations. 


Any  student  who  fails  to  conduct  himself  properly 
during  an  inspection  trip  will  be  reported  to  the  University 
Committee  on  Discipline. 

Since  the  University  can  have  no  proper  control  over 
others  than  those  in  regular  attendance  during  these  trips, 
friends  of  students  will  not  be  allowed  to  accompany  the 
party  except  by  permission  previously  obtained  from  the 
instructor  in  charge.  This  privilege  will  be  extended  only 
in  rare  instances  and  when  the  reasons  for  the  request 
seem  fully  sufficient. 

Be  Careful 

While  members  of  the  faculty  who  are  in  immediate 
charge  of  these  trips  will  make  every  effort  to  provide  for 
the  comfort  and  safety  of  the  students  in  the  party,  there 
is  of  course  some  slight  element  of  personal  danger  on  rail- 
way trains,  street  cars,  and  in  plants  visited.  Neither  the 
owners  of  plants  visited,  the  University,  nor  members  of 
the  faculty  can  assume  any  responsibility  for  accidents 
which  may  occur  to  students  during  the  trip.  Proper 
care  and  deportment  at  all  times  will  greatly  reduce  the 
possibility  of  accidents. 

Be  Observing 

Inspection  trips  are  required  because  it  is  believed  that 
the  educational  advantages  resulting  from  an  inspection 
of  large  industrial  enterprises  fully  justifies  the  time  and 
expense  involved.  To  realize  this  ideal,  however,  students 
must  use  every  endeavor  to  secure  a  correct  impression  of 
the  places  visited,  an  appreciation  of  the  general  nature 
of  the  plant  inspected,  and  of  its  product,  rather  than  of 
minor  details. 

Each  student  will  be  required  to  submit  an  acceptable 
report  of  the  trip  to  the  head  of  his  department,  or  to  pass 
an  examination  to  determine  the  extent  and  accuracy  of 
the  information  secured,  on  or  before  November  26,  1917. 


Railroad  and  Hotel  Service 

Students  may  leave  Champaign  for  Chicago  at 
2.45  a.m.,  Thursday,  November  8;  or  on  any  regular 
train  on  November  7.  No  special  railroad  rates  have 
been  granted. 

The  Chicago  headquarters  during  the  trip  will  be  at  the 
Hotel  La  Salle,  corner  of  West  Madison  and  La  Salle  streets. 
Special  rates  have  been  made  as  follows : — 

Room  without  bath,  two  or  more  persons  to  the  room, 
$1.00  per  day  per  person.  Room  with  bath,  two  or  more 
persons  to  the  room,  $1.50  per  day  per  person. 

The  Milwaukee  headquarters  will  be  at  the  Hotel 
Wisconsin,  3d  Avenue  near  Grand.  The  rates  will  be 
$1.25  to  $3.00  per  day  per  person. 

Trains  returning  to  Champaign  leave  12th  Street 
Station  at  5.20  p.m.   and  6.35  p.m.   Saturday. 


ARCHITECTURE 

Thursday,  November  8 

8:00  a.  m.     Assemble  at  the  Hotel  La  Salle  for  general 
instructions. 

8 :30  a.  m.     Arrive   Field   Museum   of  Natural  His- 
tory— near  Illinois  Central  Station  at  12th  Street. 

10:30  a.m.  Leave  for  J.  L.  Mott  Iron  Works  Show 
Room,  622  Monroe  Building,  Monroe  Street  and 
Michigan  Avenue. 

1 :30  p.  m.     Assemble    at    the    North    Entrance   to   the 
City  Building. 

2 :00  p.  m.     Arrive  Underwriters'  Laboratories,  207 
E.  Ohio  Street. 


Friday,  November  9 

8 :00  a.  m.  Assemble  at  the  Hotel  La  Salle  for  general 
instructions. 

8:15  a.m.  Arrive  Builders'  Exhibit,  second  floor 
Insurance  Exchange  Building,  175  W.  Jackson 
Boulevard. 

9 :30  a.  m.  Take  Auto  Bus  for  trip  through  Residence 
District. 

1:15  p.m.  Assemble  at  Michigan  Avenue  and  Monroe 
Street  for  visit  to  Office  Buildings — People's  Gas 
Building,  Chamber  of  Commerce,  Corn  Exchange 
Bank  Building,  Continental  and  Commercial  National 
Bank  Building,  Insurance  Exchange  Building. 


3:15  p.m.  Arrive  at  The  Chicago  &  North  Western 
Terminal  Building,  Canal  and  Madison  streets. 
Assemble  in  main  entrance  vestibule  at  street  level. 

Saturday,  November  10 

8 :00  a.  m.  Assemble  at  the  Hotel  La  Salle  for  general 
instructions. 

8 :30  a.  m.  Arrive  Northwestern  Terra  Cotta  Com- 
pany's Plant,  2525  Clybourn  Avenue. 

1:00  p.m.  Assemble  at  The  Art  Institute,  Adams 
Street  and  Michigan  Avenue. 


ARCHITECTURAL   ENGINEERING 

Thursday,  November  8 

8 :00  a.  m.  Assemble  at  the  Hotel  La  Salle  for  general 
instructions. 

8:30  a.m.  Arrive  Field  Museum  of  Natural  His- 
tory— near  Illinois  Central  Station  at  12th  Street. 

10:30  a.m.     Leave   for  Woods'    Theater   and   Office 
Building,  Randolph  and  Dearborn  streets. 

1 :30  p.  m.  Assemble  at  North  Entrance  to  City 
Building. 

2 :00  p.  m.  Arrive  Underwriters'  Laboratories,  207 
E.  Ohio  Street. 

Friday,  November  9 

8 :00  a.  m.  Assemble  at  the  Hotel  La  Salle  for  general 
instructions. 

8:30  a.  m.  Arrive  American  Bridge  Company's  Plant, 
2601  Clybourn  Avenue. 

1 :00  p.  m.  Assemble  at  North  Entrance  to  City  Build- 
ing. 

1:15  p.  m.  Arrive  Chicago  Telephone  Company 
Building,    311-327    W.    Washington    Street. 

2 :30  p.  m.  Inspect  new  building  for  the  La  Salle 
Hotel  Company,  one  block  east  of  the  Telephone 
Building. 

3:15  p.  m.  Leave  for  Steele- Wedele's  Warehouse 
Dearborn  Avenue  and  Chicago  River. 


Saturday,  November  10 

8 :00  a.  m.  Assemble  at  the  Hotel  La  Salle  for  general 
instructions. 

8:30  a.  m.  Arrive  Northwestern  Terra  Cotta  Com- 
pany's Plant,  2525  Clybourn  Avenue. 

1 :00  p.  m.  Assemble  Builders'  Exhibit,  second  floor, 
Insurance  Exchange  Building,  175  W.  Jackson 
Boulevard. 


CIVIL   ENGINEERING 


Thursday,  November  8 

6:00  a.  m.  Assemble  in  lobby  of  the  Hotel  La  Salle 
for  roll  call  and  general  instructions. 

6:30  a.  m.  Leave  La  Salle  Street  Station  in  special 
coach  on  Lake  Shore  Railway  for  Gary,  Indiana.  Go 
to  plant  of  Illinois  Steel  Company. 

12:15  p.  m.     Luncheon  at  Y.  M.C.  A.  Cafeteria,  Gary. 

12 :45  p.  m.     Lunch  talk  on  Y.  M.  C.  A.  and  Public  School 
System  of  Gary. 

1 :00  p.  m.  Take  motor  bus  to  plant  of  American 
Bridge  Company,  Curtis. 

5 :20  p.  m.  Take  train  at  flag  stop  at  lower  end  of  plant 
yard  for  Chicago. 


Friday,  November  9 

7:30  a.  m.     Assemble  in  lobby  of  the  Hotel  La  Salle 
for  roll  call  and  general  instructions. 

8:00  a.  m.     Field    Museum    of    Natural    History, 
near    Illinois    Central    Station    at    12th    Street. 

9 :30  a.  m.     Woods'   Theatre   and   Office   Building, 
northwest  corner  of  Randolph  and  Dearborn  streets. 

10:30  a.  m.     Chicago  Telephone  Company  Building, 
311-327  W.  Washington  Street. 

11:45  p.m.     Get   lunch   at   any   convenient   place   near 
La  Salle  Street  Station. 
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12:15  p.  m.  Leave  La  Salle  Street  Station  on  the  Rock 
Island  Railroad  for  Auburn  Park,  78th  Street,  to 
inspect  Track  Elevation. 

Saturday,  November  10 

7:45  a.  m.  Assemble  in  lobby  of  the  Hotel  La  Salle 
for  roll  call  and  general  instructions. 

8:00  a.  m.  Take  City  Launch  at  south  end  of  State 
Street  bridge  for  trip  on  south  branch  of  Chicago 
River  to  inspect  Garbage  Reduction  Plant  and 
Movable  Bridges. 

1 :00  p.  m.  Take  City  Launch  at  south  end  of  State 
Street  bridge  for  trip  on  north  branch  of  Chicago 
River  to  inspect  Movable  Bridges. 

4:30  p.  m.     Party  will  disband. 
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ELECTRICAL   ENGINEERING 

Thursday,  November  8 

5:00  a.  m.     Leave  Champaign  by  Illinois  Central  R.  R. 

8:15  a.  m.  Arrive  Chicago.  Walk  to  12th  Street  Sta- 
tion of  Elevated  Railway,  take  northbound  train, 
transfer  at  Adams  Street  to  Logan  Square  train  of 
Metropolitan  Elevated,  transfer  again  at  California 
Avenue  to  northbound  surface  car. 

8:20  a.  m.  Thosein  Chicago  leave  the  Hotel  La  Salle, 
taking  Logan  Square  train  at  Fifth  Avenue  and  Madi- 
son Street,  transferring  as  above. 

9 :00  a.  m.  Arrive  at  Northwest  Generating  Station 
of  Commonwealth  Edison  Company. 

10:45  a.  m.  Walk  to  Whipple  Street  substation  of  same 
company. 

11:30  a.  m.  Take  Edison  industrial  railway  to  nearest 
point  to  North  Western  Railway.  Walk  to  Avondale 
Station. 

12:06  p.  m.     Take  North  Western  train  for  Milwaukee. 

2:00  p.m.  Arrive  Milwaukee.  Take  street  car  for 
3100  Center  Street. 

2 :40  p.  m.  Arrive  factory  of  Westinghouse  Lamp 
Company. 

5:15  p.  m.  Leave  factory  for  Wisconsin  Hotel,  Mil- 
waukee headquarters. 

7 :30  p.  m.  Walk  to  generating  station  of  Milwaukee 
Electric  Railway  &  Light  Company. 

9:15  p.  m.     Return  to  hotel. 
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Friday,  November  9 

8:00  a.  m.     Leave  hotel,  taking  street  car  for  12th  Street. 

8:30  a.  m.     Arrive   factory   of   Cutler-Hammer   Mfg. 
Company. 

10:45  a.  m.     Leave  by  street  car  for  West  Allis. 

11:30  a.  m.  Arrive  at  receiving  station  where  the  Wis- 
consin River  Power  Company  delivers  energy  to  the 
Milwaukee  Electric  Railway  &  Light  Company. 

12:45  p.  m.     Leave  by  street  car  for  Allis-Chalmers  Club 

1 :00  p.  m.     Lunch  by  invitation  of  the  Allis-Chalmers 
Mfg.  Company. 

2:00  p.  m.     Enter  works  of  the  Allis-Chalmers  Mfg. 
Company. 

5:15  p.  m.     Leave  works  for  Wisconsin  Hotel. 

7 :30  p.  m.     Take    Goodrich    Line    steamer,    Sycamore 
Street,  for  Chicago. 


Saturday,  November  10 

6:00  a.  m.  Arrive  Chicago,  Rush  Street  Bridge.  Grips 
with  special  tags  for  Champaign  to  be  deposited  with 
express  agent. 

7:15  a.  m.     Breakfast  at  restaurant. 

7:45  a.  m.  Take  southbound  Wabash  Avenue  surface 
cars  for  Polk  Street.  Walk  to  Dearborn  Street 
Station. 
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8:05  a.m.     Take  Santa  Fe  train  for  Plaines,   Illinois. 
Party  managers  will  have  railway  ticket  for  party. 

9:25  a.  m.     Arrive  Plaines.     Visit  steam  station  of  Pub- 
lic Service  Company  of  Northern  Illinois. 

11 :20  a.  m.     Take  Santa  Fe  train  for  Joliet. 

11:30  a.m.     Walk   to   water   power   station   of   Public 
Service  Company. 

12:30  p.  m.     Walk  to  Scott  Street  works  of  the  American 
Steel  &  Wire  Company. 

12 :40  p.  m.     Lunch  by  invitation  of  the  company. 

1:10  p.  m.     Visit  wire  works. 

2:45  p.m.     Walk   to   adjacent   works   of   the   Illinois 
Steel  Company. 

5 :00  p.  m.     Take    special    electric    car    for    Matteson, 
Illinois. 

6:10  p.  m.     Take  Illinois  Central  train  for  Champaign. 
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MECHANICAL   ENGINEERING 

Thursday,  November  8 

8:00  a.  m.  Assemble  at  the  Hotel  La  Salle,  W.  Madi- 
son and  La  Salle  streets,  for  general  instructions. 

8:15  a.  m.  Inspect  the  power  plant  of  the  Hotel 
La  Salle. 

12 :00  noon     Leave  the  North  Western  Station  for  Racine, 
Wisconsin. 

1:25  p.  m.  Arrive  at  Racine.  Inspect  the  plant  of  the 
Mitchell  Motors  Company,  builders  of  the  Mitchell 
automobiles. 

5 :34  p.  m.  Leave  Racine  for  Milwaukee,  arriving  there 
at  6:15.  Proceed  to  the  Wisconsin  Hotel,  located 
on  3d  Avenue,  near  Grand. 

8:00  p.  m.  Leave  the  hotel  for  the  Commerce  Street 
Station  of  the  Milwaukee  Electric  Railway  & 
Light  Company. 

Friday,  November  9 

8 :00  a.  m.  Leave  the  Wisconsin  Hotel.  Take  a  West 
Allis  car  at  3d  and  Grand  avenues  for  a  visit  to  the 
works  of  the  Allis-Chalmers  Company  at  West 
Allis. 

11:45  a.m.     Leave   the   plant   of   the   Allis-Chalmers 
Company. 

1:15  p.  m.     Inspect  the  plant  of  the  Pawling  &  Har- 

NISCHFEGER    COMPANY. 

3.00  p.  m.  Leave  the  Pawling  &  Harnischfeger 
Company    for    The    Falk    Company. 

5:00  p.  m.     Leave  The  Falk  Company  for  downtown 
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Saturday,  November  10 

8:15  a.  m.  Assemble  at  the  Van  Buren  Street  Suburban 
Station  and  take  a  South  Chicago  Express.  Inspect 
the  South  Works  of  the  Illinois  Steel  Company. 

12 :00  noon  Leave  the  plant  of  the  Illinois  Steel  Company 
and  take  Illinois  Central  suburban  train  for  down- 
town. 

1 :30  p.  m.  Take  a  Garfield  Park  elevated  train  at 
Madison  Street  Station.  Get  off  at  the  St.  Louis 
Avenue  Station  and  walk  south  to  the  Central  Park 
Pumping  Station. 

4:00  p.  m.     Return  downtown  and  disband. 
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MUNICIPAL   AND    SANITARY   ENGINEERING 
Thursday,  November  8 

7:30  a.  m.  Assemble  at  the  Hotel  La  Salle,  La  Salle 
and  W.  Madison  streets. 

8 :00  a.  m.  Take  North  Western  train  for  Evanston 
Filtration  Plant. 

8:30  a.  m.     Arrive  at  Evanston  Filtration  Plant. 

12 :30  p.  m,  Leave  Evanston  on  Chicago  &  Milwaukee 
Electric  Railway  for  Great  Lakes  Naval  Training 
Station. 

4:30  p.  m.  Leave  Great  Lakes  Naval  Training  Station 
for  Waukegan  on  Chicago  &  Milwaukee  Electric 
Railway. 

5:00  p.  m.     Arrive  at  Waukegan  Waterworks.     • 

8:59  p.  m.  Leave  Waukegan  on  North  Western  Railway 
for  Milwaukee. 

10:15  p.  m.  Arrive  at  Milwaukee  and  proceed  to  Wis- 
consin Hotel,  3d  Avenue  near  Grand. 

Friday,  November  9 

8:00  a.  m.  Report  at  the  City  Hall  at  the  office  of  the 
Chief  Engineer  Milwaukee  Sewerage  Commission  to 
inspect  Experimental  Sewage  Testing  Station 
and  sewer  work  under  construction. 

1:00  p.  m.  Report  at  the  City  Hall  to  the  office  of  the 
City  Engineer  to  inspect  Waterworks  Pumping 
Station  and  Garbage  Reduction  Plant. 

6:00  p.m.     Take  North  Western  Railway  to  Chicago. 
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Saturday,  November  10 

8 :00  a.  m.     Report  at  State  Street  Bridge  to  take  launch 
to  inspect  bridges  on  Chicago  River. 

1 :30  p.  m.     Arrive  at  Chicago  Reduction  Plant. 

2 :30  p.  m.     Arrive    at    Sewage    Testing    Station    at 
Chicago  Union  Stock  Yards. 

3 :30  p.  m.     Arrive   at   Filtration   Plant   of   Chicago 
Union  Stock  Yards. 

5 :00  p.  m.     Arrive    at    39th    Street    Sewage    Pump- 
ing Station. 
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RAILWAY   ENGINEERING 

Thursday,  November  8 

(The  same  program  on  this  day  for  all  railway  engineers) 

8:00  a.  m.  Assemble  at  the  Hotel  La  Salle  for  gen- 
eral instructions. 

8:20  a.  m.  Leave  the  Illinois  Central  at  Van  Buren 
Street  Suburban  Station  on  a  South  Chicago  Ex- 
press. Inspect  the  South  Works  of  the  Illinois 
Steel  Company. 

12:00  noon  Leave  the  plant  of  the  Illinois  Steel  Com- 
pany and  take  Illinois  Central  Suburban  train  to 
63d  Street. 

1:27  p.  m.  Leave  Illinois  Central  63d  Street  Station 
for  Pullman  to  inspect  the  Pullman  Car  Shops. 


RAILWAY   CIVIL   ENGINEERS 

Friday,  November  9 

7:30  a.  m.  Take  12th  Street  car  west  at  Adams  and 
Dearborn  streets.  Get  off  at  Robey  Street  to  in- 
spect the  Baltimore  &  Ohio  Railway  Lincoln 
Street  Terminal. 

10:30  a.  m.     Return  to  the  Loop. 

12:15  p.  m.     Leave  La  Salle  Street  Station  on  the  Rock 
Island  Railroad  for  Auburn  Park,   78th  Street,   to 
inspect  track  elevation. 
20 


RAILWAY   ELECTRICAL   ENGINEERS 

Friday,  November  9 

7:30  a.  m.  Take  12th  Street  car  west  at  Adams  and 
Dearborn  streets.  Get  off  at  Robey  Street  to  in- 
spect the  Baltimore  &  Ohio  Railway  Lincoln 
Street  Terminal. 

10:30  a.  m.  Take  Robey  Street  car  going  south.  Trans- 
fer east  at  22d  Street  to  the  plant  of  the  Common- 
wealth Edison  Company. 

3 :00  p.  m.  Take  22d  Street  car  east  to  Wentworth 
Avenue,  transfer  north,  and  return  to  the  Hotel. 

4:20  p.  m.  Leave  Elevated  Station,  Adams  Street  and 
Wabash  Avenue,  for  Evanston  and  Milwaukee  over 
the  Chicago,  North  Shore  and  Milwaukee  Railroad. 

7:15  p.m.  Arrive  in  Milwaukee  and  proceed  to  the 
Wisconsin  Hotel. 


railway  civil  engineers 
Saturday,  November  10 

8:00  a.  m.  Take  Oak  Park  Elevated  Line  at  La  Salle 
Street  Station  for  Crawford  Avenue.  Inspect  the 
Chicago  &  North  Western  Railway  Shops  at 
West  40th  Street. 

1 :00  p.  m.     Join   the   Civil   Engineers   at   State   Street 
and  the  Chicago  River  for  a  trip  upon  the  south 
branch  of  the  Chicago  River  to  inspect  Bridges. 
# 
(See  Civil  Engineering  Schedule  for  Saturday  afternoon.) 
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RAILWAY    ELECTRICAL   ENGINEERS 

Saturday,  November  10 

7:00  a.  m.  Leave  the  Hotel  Wisconsin.  Take  West 
Allis  car  at  3rd  and  Grand  avenues  for  a  visit  to  the 
works  of  the  Allis-Chalmers  Company,  at  West 
Allis. 

10:30  a.  m.  Take  National  Avenue  car  going  east  on 
Greenfield  Avenue  to  22nd  Avenue.  Transfer  to 
car  marked  "27th  Street"  going  north.  Get  off  at 
Falk  Mfg.  Company's  plant  and  walk  to  the  Mil- 
waukee Shops  of  the  Chicago,  Milwaukee  &  St. 
Paul  Railway. 

12:30  p.  m.  From  the  Chicago,  Milwaukee  and  St. 
Paul  Shops  walk  to  27th  Street,  22nd  Avenue  Via- 
duct. Take  car  marked  "27th  Street"  going  north. 
Transfer  east  on  WTells  Street  car  at  27th  and  Wells 
streets.  Get  off  at  East  Water  and  Wisconsin  streets. 
Take  Oakland  Avenue  car  going  north  to  National 
Brake  &  Electric  Company's  plant. 
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DEPARTMENT   OF   ARCHITECTURE 

Faculty 

Professor  L.  H.  Provine 
Professor  N.  C.  Curtis 


A.  F.  Hansen 
A.  H.  Ingwers 
H   J.  Jacobi 

G.    LlNDEBERG 

E.  E.  Newcomb 


Seniors  in  Architecture 

A.  R.  Pastel 
L.  J.  Selzer 
L.  L.  Smith 
E.  L.  Stouffer 
G.  Unger 
N.  E.  Wiedemann 


Seniors  in 

W.  D.  Adams 
T.  A.  Balderson 
N.  F.  Brunkow 
L.  H.  Christen 
G.  F.  Creedon 

E.  E.  Cress 

G.  H.  Deuchler 

F.  Evans 

F.  Hanschmann 

G.  Hartwell 


Architectural  Engineering 

M.  A.  Hegsted 
H.  W.  Hoehnke 

D.  Horwich 
C.  S.  Kayser 

E.  B.  McLee 

J.    G.    MlDDLETON 

A.  W.  Pickett 

A.  Santiago 
N.  E.  Sheldon 

B.  M.  Thorud 
R.  A.  Watt 
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DEPARTMENT   OF   CIVIL   ENGINEERING 

Faculty 


Professor  F.  H.  Newell 
Professor  C.  A.  Ellis 


Professor  C.  S.  Sale 
Mr.  N.  B.  Garver 


A.  Blackstone 

J.    C.    BURGESEN 

E.  W  Carrier 
W.  Emch 
E.  W.  Deering 
J.  L.  Gary 
R.  de  la  Garza 
R.  W.  Gerling 
G.  S.  Halas 
H.  E.  Kelly 
H.  F.  Koepke 


Seniors 

A.  D.  Ladehoff 
P.  J.  Mackin 

C.  F.  Mercer 

D.  A.  Miller 
J.  T.  Nolan 
A.  Rodriguez 
J.  Scoville 

N.  E.  Sprague 

E.  J.  Straub 
C.  B.  Taylor 
J.  F.  Vopat 

Y.  Yamada 
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DEPARTMENT    OF   ELECTRICAL   ENGINEERING 

Faculty 

Professor  E.  B.  Paine  Professor  M.  Brooks 

Mr.  A.  R.  Knight 

Graduate  Student 
Mr.  W.  R.  Lyon 


Seniors 


R.  W.  Bolton 
W.  E.  Bull 

R.    A.    BURTNETT 

R.  J.  Craigmile 
W.  L.  Crutcher 

G.    M.    CULLINANE 

F.  A.  Ell 
J.  H.  Euston 

F.  W.  Foster 
R.  E.  Foulke 
M.  E.  Graham 

G.  M.  Haldeman 
W.  E.  Hayne 

M.  M.  Jones 

G.    KOEHLER 

G.  V.  Lambroff 


G.  A. 


F.    E.    LUNDGREN 

E.  McEvers 
R.  E.  McKeever 
A.  R.  Miller 
S.  Nakanishi 
R.  K.  Newton 
H.  L.  Olesen 
R.  P.  Poppove 
C.  E.  Rand  a 
W.  S.  Risser 
H.  A.  Ryder 
H.  R.  Seavey 
W.  S.  Slack 

E.    D.    SWANBERG 

L.  M.  Turner 
J.  H.  Wien 
Zehr 


26 


DEPARTMENT    OF    MECHANICAL    ENGINEERING 

Faculty 

Professor  O.  A.  Leutwiler 
Professor  A.  C.  Willard 


Seniors 


W.  J.  Bolton 

A.  C.  Chakravarty 

C.  Clegg 

H.  C.  Dieserud 

D.  Forty 
H.  O.  Frey 

P.  Gherganoff 

J.    H.    GlLLEN 

K.  W.  Hall 
J.  J.  Kalivoda 
J.  T.  Kelly 
M.  A.  Kolb 
P.  L.  Krauel 
G.  I.  Lyons 


J.  L.  McGregor 
J.  L.  Looney 
A.  McKay 
H.  E.  Matson 
J.  H.  Ogg 
R.  G.  Olson 
F.  H.  Pearson 
L.  B.  Penhallow 
R.  A.  Perry 

E.  C.  Pohlmann 
R.  Rahn 

W.    I.    RlTTER 
A.    K.    SCHIFFLIN 

F.  L.  Shonkwiler 
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DEPARTMENT    OF    MUNICIPAL    AND    SANITARY 
ENGINEERING 

Faculty 
Professor  V.  R.  Fleming 

Senior 
W.  W.  Polk 


DEPARTMENT   OF   RAILWAY   ENGINEERING 

Faculty 

Professor  J.  M.  Snodgrass 
Mr.  H.  H.  Dunn 


Seniors 


C.  H.  Clarahan 
O.  F.  Haas 
E.  P.  Machovec 
E.  A.  Martell 


H.  P.  Owen 
F.  A.  Peck 

R.    PlNHEIRO 

C.  T.  Shing 


L.  E.  Trickle 
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